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Entries marked (*) are longer or more comprehensive items and include ratings or discussions by brand name. as a rule 


Page 


A 


Acne, adolescent 
Advertising, auto transmission, 
*free"’ inspection 
Aerosol sprays, danger in misuse 
Air conditioners, room* 
correction 
Almonds, for heartburn 
Appliances, label “buy guide” 
model numbers 
new, defects 
portable, servicing 
repairmen 
servicing, ‘hot line” for 
promptness important 
Aspirin, often harmful* 
Automobiles, 1969, reports 
Belvedere Satellite* 
Buick LeSabre* 
Buick Skylark* 
Camaro RS* 
Charger* 
Chevelle Malibu* 
Chevrolet impala* 
Cougar XR-7* 
Dodge Dart* 
Fairlane Torino GT* 
Faicon Futura 6* 
Ford Galaxie 500 V-8* 
Javelin SST* 
Maverick* 
Mercury Marquis* 
Mercury Montego* 
Mustang V-8 Fastback* 
Nova 6° 
Oldsmo tte Cutlass* 
Oldsmobile Delta 88* 
Plymouth Fury tli* 
Pontiac Catalina* 
Pontiac Firebird* 
Rambler 440-6* 
Rebe! SST* 
Tempest Custom S* 
Valiant Signet 6* 
Automobiles, 1970 preview* 


Autos, brakes, power, engine stall 
6, 33 May; 7 


42 Feb; 41 


cost of safety 
diagnostic centers 


Month 


Seoegtege 


BReNBgl 


~~ 
a? 


2 


flare warnings for ernergencies 34 


fog lamps 
foreign, reports 
correction (table 
Fiat* 
Renauit* 
Volkswagen 1500*° 
Volvo* 
Soviet-made, defects 
Toyota, gas mileage 
insurance rates rising 
paying more, getting more? 
safest drivers, senior citizens 
seat beits 
small, in demand 
“stock” racer vs. family car 
too many models 
used, buying 
when to buy 


Ball-point pens and refills* 
correction 


Page 


Barbecue grills* 

correction 

not for indoor use! 
Batteries, dry cell, for 

transistor radios* 

Battery chargers, auto* 
Beef jerky, snack food 
Beer, with “improvements"’* 
Bees and wasps, a menace 
Billboards, not a safety hazard 
Birth-control pills, side effects 
Blankets, electric* 

correction (UL listing 
Blenders, electric* 
Book club, problems 
Burglar alarms* 

correction 
Button fastener kit* 


Cc 


Cameras, Instamatic* 
Polaroid Land* 
single-lens refiex* 
correction 
Cans, safety, for gasoline* 
Carpets, indoor/outdoor 
Carrots, topless better 
Cash or credit?* 
Caulking compounds* 
Chickens, flavor 
Cigarettes, ‘‘roll your own” 
Cleaners and polishes, copper, 
brass* 
Cleaning products, reference 
Clotheslines* 
Clothing —-see also item wanted 
flammability 
Hong Kong su 
imported, trade barriers 
prices going up 
ready-made, workmanship 
reflectorized for safety 
storage for summer 
Cold, common, no cure*® 
Computer problems 
Consumer Bulletin, bouquet 
Consumer eduction, in schools 


Consumers, brand listing services 


comparison shopping 
complaints, to a mfr. 
making effective 
55 years’ BBB experiences, 
booklet available 
instructive data in catalogs 
government protection* 


Month 


Jul 
Dec 
Oct 


Mar 
Nov 
Jul 
Mar 
Jun 
dul 
May 
Jan 
Mar 
Nov 
Aug 
Feb 
Jun 
Mar 


5 
24 


more than technical information 


needed 
read the contract 
standards, interpretation 


41 


40 


6 Apr 


Consumers’ Research, contributions 


tax deductible 
representation on U.L. 
Cooking schools 
Copying machines, inexpensive* 
Corkscrews*® 
new CAM address 
Cosmetics, contaminated 
face cream, fraudulent ads 
F.D.A. seizures 


26 Mar 


16 Nov 
6 Jan 
Dec 
Jan 
May 
Aug 
Sep 
6 Feb 


plastic surgery, quest for youthful 


beauty... 
skin irritation 


5 Nov 
33 Sep 
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Page Month 
Cough syrup with codeine 41 Apr 
Cream substitutes, saturated fats 33 Nov 
Credit cards, keep track of 
or cashT* 
vs. “‘non-credit”™’ cards 
Credit-cost table 
Curtains, fiber glass, washing 
flammability 
‘Jamates, dangerous drugs, removed 
rom food and beverages* 31 Dec 
see also Sweeteners, artificial 31 Nov 


D 


Dermatitis, due to preservative 

Detection devices, electronic, 
legality 

Detergent, cold water, drops 
‘germ proofs'’* 

Diets, iron deficiency 

Dishwashers, water temperature 

Dog collar, anti-flea, irritant 

Dollar, depreciated value 

Dry cleaning, coin-operated 

Dryers, clothes, motors in 


E 


Encyclopedia, review* 
Exercisers, electric 


nweFaneas. 


F 


Fabrics, bonded, complaints 
durable press, allergy 
Files for home office* 
Fire alarms for the home 
Fish, canned, top sellers 
effect of pollution 
Flash guns, electronic, guide 
numbers 
Floor covering, cushion vinyl* 
maintenance cost 
Flowers, cut, longer life 
Fiuoridation, chemicals in short 
supply 
government propaganda 
Food —see also item wanted 
can gov't abolish hunger?* 
minera's in the diet 
nutritional deficiencies 
safe temperatures* 
sweeteners, artificial* 
toxicants in common foods* 
book available 
Furniture, “planned” discomfort 


G 


Games giveaway at gas stations 
Gardens, for plants and exercise* 
German-made items, identified 2 
Glass, doors, panels, dangerous 33 
window, shatterproof 6 
Glue sniffing 3% Aug: 5 
Grapes, harvesting 6 
Grass, man-made 6 
Guarantees, should be written 16 
types defined, in Canada 6 


H 


Hair, curlers, unsightly in public. 33 
loss from heated combs 4 
spray, packaging 34 
transplanting 34 


5 
27 


DECEMBER 1969 





38 


Month 


6 Feb 
6 Aug 


Page 

Hairweaving process 

Ham, available kinds 

Heart attack, excessive sleep 

possible factor 5 Mar 
Heart disease and meal patterns. 41 Apr 
Heating ‘cooling systems, home 2 Apr 
correction 2 Sept 
Hiking, leafiet available 33 Oct 
Home-buying, book review* 27 Aug 
**model"’ size may deceive 5 Aug 


I 
Ice cream, flavor poor..... 
Inflation, combating* 
Inks, writing* 
Insect destroyer, electric 
Iron, steam, care of 


Jogging, not always safe 


K 


Knitting machine* 
Knives, all-purpose* 


L 


5 Jun 
15 Nov; 6 Dec 


Ladders, bargain, 
buy with care 
Lamp bulbs* 

Lawn, care, cost of seed* 
Lawn mowers, power, safety 
safety cans for fuel* 
Licorice, source of iliness* 

Littering 


31 Oct*; 6 Nov 
10 Apr 
28 Apr 
18 Aug 
12 Jun 
4 Apr 
33, 34 Jun 
M 
Magazines, pages, numbering 2 Jan 
Map, wall, of U. S. 34 Jul 
Metal detectors 2 Jun 
Milks, ‘‘filled,”’ imitation* 19 Feb 
Mobile home parks, 
selecting 21 Mar*;2 May 
Monosodium glutamate 6 June; 5 Oct 
see also ‘70 Annual, p. 54 
Motion pictures* 
more “‘fun"™ films wanted 
new classification system * 15 
Mouthwash, oral hygiene chemical 
added 


each issue 
2 Jun 
May 


Nasal sprays, dangers 
Noise, major health hazard 
Nursing homes, how to select 


P 
Packaging, 
complaints by consumers 
Packaging and 
labeling*.17 Jan; 27 Jun;15 Jul;13 Dec 
Packaging materials, disposal, 
problems 5, 42 Apr 
Paint, moisture problems* 12 May 
correction 32 Jun 
odors, control 2 Nov 
Painting tips, leaflet available 6 Oct 
Paper towels vs. cloth towels 6 Jun 
Peanut butter, definition, 
standard of identity 
from a blender 
substitute peanut flavor 
Pesticides, harm from overuse 
limitations on vaporizers and 
strips* 
use with care 


5 Nov 


6 Mar 
2 Sep 
6 Sep 
33 Sep 


Page Month 


Pets, buying* 20 Jul 
Photofinishers, mail-order* 7 Aug 
Physical fitness 6 Apr 
Pillows, filling materials 42 Jan 
Plants, care, indoors Nov 

medicinal qualities 
Plumbing, care and repair, 

booklet available 

Pocketknives* 
Poison ivy, summer scourge 
Poisons in common foods* 
Pollution, air in schools, review* 
Pricing, deceptive, in Canada 
Projectors, opaque, overhead* 

slide 

correction 20 Mar; 

Protection devices, legality of 


R 


Radios, table models* 
correction 
Rainspout devices* 
Ranges, gas, free-standing* 
Records, phonograph, ratings* 
Refrigerator-freezers, 
buy needed features 
Rentals, camping needs 
Repairs, appliance—see Appliances 
gasoline engine 
Restaurants, posting menus 6 Feb 
Rodents, baiting traps 6 Jul 
Roofing, hail-resistant 32 Dec 
questions-answers* 18 Jul 


Ss 
Safe, buying a 
Safes, home, fire and theft 
protection 
Safety cans for gasoline 
Safety caps, medicine bottles 
Safety in the home, Christmas* 
Salad dressings, additives* 
Sales tactics for magazines 
Sanders, belt, portable* 
Sauna baths, possible hazard 
Saws, jig, variable speed* 
Scales, posta!l* 
homemade* 
Scissors, electric* 
Septic systems, synthetic detergents vs. 
soap 2 Dec 
Sewage disposal, new method 33 Jul 
Sewing machines, ‘Singer '66"’ 29 Apr 
Shears, pinking, sharpening 31 Apr 
correction (address 16 May 
Sheets, ‘“‘new look"’ 34 Oct 
Shelves, storage 2 Mar 
Shirts, durable press, washing 5 Feb 
sport shirts, lengths 2 Jul 
Shoplifting adds to prices... 41 Mar 
Siding, house, vinyi*. . 14 Apr 
Snow removal, possible danger to 
health 
tractors for* 
Snow throwers, advice on safety, 
buying* 
Soap, deodorant, skin irritation 6 May 
Squirrels, keep from bird feed 34 Aug 
Staplers for home use* 1 «(Jul 
Stereo receivers* 35 Feb 
Strawberries, selection and care. 34 May 
Sunburn, dangerous to youngsters 5 Sep 
Sunglasses* 7 Jun 
Suntan lotions, sunscreen agents 33 Jun 


each issue 


5 Aug 
5 May 


2 Feb 


2 Feb 


5 Oct 
12 Jun*; 18 Aug 
5 Feb 
4 Dec 
4 Jul 


5 Dec 
7 Nov 


12 Jan 


Month 
5 Oct 


Page 

Sweaters, how to buy and care for 
Sweeteners, 

artificial 12 Feb*; 42 

birth defects possible 

see also ‘70 Annual, p. 61 


T 


Mar; 31 Dec* 
31. Nov 


Tape decks* 
Tape players, stereo, cassette* 
beware of cheap cassettes 
Tear-gas pens are not toys! 
Television receivers* 
warranties 
Television viewing aids* 
Textiles, technology moving too 
fast 
Thunderstorm, what to do 
Timers, interval switch 
Tire chains, spray-on* 
Tires, automobile 
radial, with tubes 
standards 
tread-wear indicators* 
Tools, cutting, sanding disk* 
Toilet paper, perfumed, may be 
irritating 
Toothpastes, chloroform an 
ingredient 
competition in 
new, abrasiveness 
Toys*.. ‘ 
Tractors, suburban* 
Trading stamps vs. reduced 
prices* 
Trailers, camping, storage 
heights* Aug 
Travel, air, “bumping™ 33 Nov; 31 Dec 
car, evaluation of lavatories 6 May 
don't try on hats 5 Aug 
food, drink, take protective 
measures 5 Jan; 33 Aug 
games for children Jul 
health precautions Jun 
lack of civility in U. S. Apr 
national forests, booklet Apr 
shopper's Mecca Sep 
sitting too long Jan 
toothache during flights Apr 
tourists in wheelchairs Jun 
trains in Europe Jul 
vacation plans* 
Travelers’ checks, replacement 6 
Trays, baskets, warming, electric* 13 
Trimmers, hedge, electric* 12 
T-shirts, men's* 17 
T-square* 40 


U . 


U.L. identification of products 16 


Vv 


Vacuum cleaners, 
*““General Purpose" heavy duty* 4 
sales tactics 2 Feb; 5 


Ww 


Washers, front vs. top-loading 2 Aug 
Waste, disposal problem 41 Feb; 5 Sep 
metal cans vs. plastic bags 36 Dec 
Weight control 5 Feb; 5 Dec 
Wigs* 7 May 
cleaning with solvent 5 Jun 
correction (address) 30 Aug 
Wine, therapeutic value 5 Dec 
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